HARDCOPY DATASTAT H 

PHOTO MEC HAN ISMS INC. 

HUNTINGTON STATION,N.Y. 

HIGH SPEED CRT RECORDING FILM 

INTERNEGATIVE MAKES POSSIBLE A 
PERMANENT MICROFILM RECORD 

PROCESSED DATA READY FOR 
PROJECTION IN 10 SECONDS 

HARD COPY AVAILABLE IN 26 SECONDS 

STANDARD 24 IN. ELEC IRONIC RACK MOUNT 

RECORDS DATA FROM 7 IN. DIAMETER CRT 

HARDCOPY SAMPLE 



